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RULES  A^^D  REGULATIONS  PERTAINING  TO  THE  AVERAGE  DIAil^ETER  OF  CAii- 
FORNIA  ORANGES  AND  GRAPEFRUIT  IN  STANDARD  CONTAINERS  . 


The  California  orange  crop  this  season  is  running  heavy  to  small  sizes. 
Therefore  inspectors  in  the  markets  may  be  called  upon  to  inspect  lots  for  size. 

The  California  Agricultural  Code  requires  containers  of  oranges  and 
grapefruit,  which  are  packed  and  lidded,  to  be  marked  with  the  number  ana  average 
diameter  of  the  fruit  in  the  container.     Also  when  containers  of  citrus  fruits 
are  marked  v.dth  the  average  diameter  of  the  fruit  in  the  container,  the  actual 
average  diameter  of  such  fruits  must  conform  vv'ith  the  markings  on  the  container. 

In  addition  to  the  above  marking  requirements,  the  California  Agricul- 
tural- Code  requires  grapefruit  and  oranges  to  be  uniform  in  size.     The  term 
"uniform  in  size"  means  that  not  more  than  5  percent,  by  count,  of  the  fruits  in 
any  one  container  may  be  more  than  15  percent  larger  or  smaller  in  diameter  than 
the  average  diameter  of  the  fruit  in  the  container  as  marked  on  the  outside  end 
thereof,  and  that  none  thereof  may  be  more  than  20  percent  larger  or  smaller  in 
diameter  than  such  average  diameter  as  so  marked. 

In  addition  to  the  above  provisions  of  thj  Agricultural  Code,  the 
California  Department  of  Agriculture  has  ests-blish'jo  rul^s  and  regulations  to 
the  effect  that  the  size  of  oranges  and  grapefruit  to  be  marked  on  lidded  standard 
containers  as  expressed  in  terms  of  average  diai^ieter  shall  be  as  follows: 
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The  standard  containers  as  specified  by  the  Agriculturr.l  Code  ar-i  as^ 
follows :  I 

1.  Standard  two-compartment  orange  or  grapefruit  box    each  compartment 
ll|"x  ll^"x  12". 

2.  Standard  one-compartment  orange  or  grapefruit  box  -  ll^"xllf "x24" . 

3.  Standard  two -compartment  half  orrnge  or  grapefruit  box,  each  com- 
partment 5-3A"xllf"xl2". 


